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Message Text 

UNCLASSIFIED 

PAGE 01 TEHRAN 04768 190213Z 
ACTION NEA- 11 

INFO OCT-01 ISO-OO EB-08 /020 W 

025653 192013Z/46 

R 18081 1Z MAY 78 
FM AMEMBASSY TEHRAN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8439 


UNCLAS TEHRAN 4768 


E.O. 11652: N/A 
TAGS: BBSR, IR 

SUBJ: ADS REQUEST: GENERAL X-RAY CORP., SOUTHPORT, CONNECTICUT. 
REF:76 STATE A-5078 


THE FOLLOWING FIRMS HAVE EXPRESSED INTEREST IN CORRESPONDING 
WITH GENERAL X-RAY CORPORATION. 


1 . GENERAL RADIOLOGY IRAN COMPANY 

289 VILLA AVENUE 

TEHRAN 

CONTACT: MR.N. MOHSENZADEH, MANAGING DIRECTOR 
CABLE: LOGY IRAN 
TELEX: 212978 GRI IR 
PHONE: 897140.898151 

COMMENT: FIRM WAS ESTABLISHED IN 1967. TO IMPORT. DISTRIBUTE 
AND INSTALL MEDICAL AND HOSPITAL EQUIPMENT AND SUPPLIES. 
FIRM IMPORTS ON OWN ACCOUNT AND ON COMMISSION BASIS. 
REGISTERED CAPITAL IS 10 MILLION RIALS AND ITS RE- 
PUTATION IS GOOD. 


2. IRAN HEART COMPANY LTD. 

PAHLAVI AVENUE, JAVID STREET, NO. 21 
TEHRAN 

CONTACT: MR. H. TIKMEHDASH, GENERAL MANAGER 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 TEHRAN 04768 190213Z 


PHONE: 898173 
CABLE: IRAN HEARTCO 
TELEX: 212231 ATNO IR 

COMMENT: FIRM WAS ESTABLISHED IN 1973. TO IMPORT AND DIS- 
TRIBUTE SURGICAL INSTRUMENTS AND HOSPITAL EQUIPMENT. 
MAINLY FROM EUROPEAN COUNTRIES. 
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3. LABOTEK COMPANY LTD. 

ABBAS-ABAD AVENUE. PAKISTAN AVE., 2ND ALLEY 
TEHRAN 

CONTACT: MR. FARID KHEILTASH, MANAGING DIRECTOR 
PHONE:621230, 622161 
CABLE: TEKCOMPANY 
TELEX: 215013 TEK IR 

COMMENT: FIRM WAS ESTABLISHED IN 1976 TO IMPORT AND DIS- 
TRIBUTE MEDICAL ELECTRRONIC PRODUCTS, SURGICAL AND HOSPITAL 
EQUIPMENT. DUE TO FIRM'S RECENT ESTABLISHMENT. BANKING 
SOURCE WAS UNABLE TO RATE ITS REPUTATION. 

SULLIVAN 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978TEHRAN04768 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D78021 2-0004 
Format: TEL 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780542/aaaabjxw.tel 

Line Count: 74 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 2e7e169b-c288-dd11-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE A-5078 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2645687 
Secure: OPEN 
Status: NATIVE 

Subject: ADS REQUEST: GENERAL X-RAY CORP., SOUTHPORT, CONNECTICUT. 

TAGS: BBSR, IR 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/2e7e169b-c288-dd1 1-92da-001cc4696bcc 
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